ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT  F-B-3/ VEHICLE # 3 


DATE 07-01-15 
OFFICER 1 C. MOONEY # 124 
OFFICER 2 D. TESH # 134 
SUPERVISOR. REYES 
R 
1200 BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER. 
1250/13. BUSINESS CHECK AT 1810 CAHUENGA ( THE 711 
00 STORE ). WE SPOKE TO EMPLOYEE MARLENE. ALL 
CHECKED OK AT THISTIME. 
1310/13. RADIO CALL TO ASSIST F-B- 5 AT 1413 VINE STREET ( MC 
25 DONALDS ) REGARDING A 415 SUBJECT REFUSING TO 
LEAVE. 
1325/ RADIO CALL TO ASSIST F-B-2 AT 6820 HOLLYWOOD 
BLVD.A 415 SUBJECT REFUSING TO LEAVE. 
1405/14 RADIO CALL TO ASSIST F-B-5 AT 1413 VINE STREET (MC 
10 DONALDS ) REGARDING A 415 SUBJECT REFUSING TO 
LEAVE.. 
1410/14 RADIO CALL TO ASSIST F-B-2 AT 1633 WILCOX 
20 REGARDING SEVERAL 415 SUBJECTS IN THE REAR OF 
THE LOCATION. 
1430/14 RADIO CALL TO ASSIST E=40 IN THE 1600 BLOCK OF 
40 VINE STREET. 
1500/15 CONTACT/ASSISTED A HOMELESS SUBJECT IN THE 
10 6600 BLOCK OF HOLLYWOOD BLVD. WITH LOCATIONS OF 
FEEDING VENDERS. HE THANKED US. 
1520/15 CONTACT/WARNED FOUR SUBJECTS FOR SITTING ON 
20 THE PUBLIC WALKWAY AND BLOCKING PEDESTRIAN 
TRAFFIC. THEY LEFT THE LOCATION WITHOUT 
INCIDENT. 
1535/15 RADIO CALL AT HOLLYWOOD AND VINE ( STARBUCKS ) 
50 REGARDING SEVERAL 415 SUBJECTS LOITERING IN 
FRONT OF THE LOCATION. THE SUBJECTS WERE G.O.A. 
1550/15 CONTACT/WARNED TWO SUBJECTS IN THE 1600 BLOCK 
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55 OF WILCOX FOR SITTING ON THE PUBLIC WALKWAY AND 
BLOCKING PEDESTRIAN TRAFFIC. THEY STOOD TO THEIR 


PEET; 


1615/16 CONTACT/WARNED TWO SUBJECTS SLEEPING ON THE 

20 PUBLIC WALKWAY IN THE 1800 BLOCK OF CAHUENGA. 
THEY STOOD TO THEIR FEET AND LEFT THE LOCATION 
WITHOUT INCIDENT. 

1645/17 CODE-7. 

15 

1720/17 CONTACT/WARNED ONE SUBJECT FOR SLEEPING ON 

25 THE PUBLIC WALKWAY AND BLOCKING PEDESTRIAN 
TRAFFIC IN THE 6100 BLOCK OF SUNSET. HE LEFT THE 
LOCATION WITHOUT INCIDENT. 

1750/18 OFFICE; UPDATED LOG AND GAS VEHICLE # 3. 

295 

1900/19 BUSINESS CHECK AT 6801 HOLLYWOOD BLVD. WE 

15 CHECKED THE HOLLYWOOD HALL OF FAME FOR LAMC 
VIOLATIONS. NONE OBSERVED. 

1935/19 BUSINESS CHECK AT THE VELERO GAS STATION AT 

45 1735 HIGHLAND. WE SPOKE TO EMPLOYEE ERIN. ALL 
CHECKED OK. 

2000/20 BUSINESS CHECK AT 6801 HOLLYWOOD BLVD. (THE 

10 H&H PARKING STRUCTURE. WE CHECKED SEVERAL 


2030 


LEVELS FOR LAMC VIOLATIONS. NONE OBSERVED. 


END OF WATCH. 
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